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ACTION EB-07 

INFO OCT-01 ARA-10 ISO-OO L-02 COME-OO HEW-06 FTC-01 /027 W 

095096 

P R 191800Z MAY 75 
FM AMEMBASSY BRASILIA 
TO SECSTATE WASHDC PRIORITY 9307 
INFO AMCONSUL RIO DE JANEIRO 

UNCLAS BRASILIA 3929 

E.O. 11652: N/A 
TAGS: BTRA, EIND, BR 

SUBJECT: MISREPRESENTATION OF US MEDICAL EQUIPMENT 
REF: STATE 1 13774 

1. EMBASSY HAS ARRANGED APPOINTMENT FOR VERNITRON PRESIDENT, 
BENJAMIN KITTNER, WITH GOB MINISTER OF HEALTH, PAULO DE 
ALMEIDA MACHADO ON MONDAY, JUNE 2, AT 4:00 PM IN BRASILIA. 

IN REQUESTING APPOINTMENT, EMBASSY GAVE EXPLANATION IN 
GENERAL TERMS OF COMPANY'S CONCERN ABOUT POSSIBLE USE OF 
INFERIOR PARTS AND DESIRE TO CORRECT MISUSE OF ITS PRODUCT 
IN INNOCULATION CAMPAIGN BUT DID NOT MENTION NAME OF COMPANY'S 
BRAZILIAN DISTRIBUTOR. 

2. REQUEST CONFIRMATION THAT ABOVE DATE AND TIME ARE 
ACCEPTABLE TO VERNITRON. EMBASSY WOULD APPRECIATE COMPANY 
OFFICIALS CONTACING ECON SECTION UPON THEIR ARRIVAL IN 
BRASILIA. 
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